Weston Sampson 

FOR IMMEDIATE RELEASE 

5 Centennial Drive, Peabody, MA 01960 (HQ) 
Tel: 978.532.1900 

September 27, 2018 


Re: Phase # 10 Sanitary Sewer Rehabilitation Project 


The Town of Arlington has initiated a program to reduce the amount of groundwater (infiltration) and 
rainwater (inflow) entering the sewer system. Through this program, sources of Infiltration and Inflow (I/I) will 
be identified and removed. When these sources are removed, the quantity of flow entering the Arlington 
sewer system and the risk of sewer backups and overflows will be reduced. 

The Town's Contractors, Insituform Technologies LLC., Duke's Root Control, National Water Main Cleaning 
Company, and Commonwealth Construction will be conducting sewer manhole and sewer pipe repairs as 
part of the Phase # 10 Sanitary Sewer Rehabilitation Project. 

Crews will be working between October 1, 2018 and January 23, 2019. The work will be performed Monday 
through Friday, between 7:00 a.m. and 5:00 p.m. Further notifications will be provided as the work advances. 

Persons performing the work will be in clearly marked trucks and will be wearing bright shirts or vests. Work 
will be conducted primarily within the Town's right-of-way and private residences should not be affected. 

The areas included in this project are highlighted on the attached locus map. 

For further information, contact Jamie Craig (Weston & Sampson Engineers) at 978-265-5037. 


westonandsampson.com 

Offices in: MA, CT, NH, VT, NY, NJ, PA, SC & FL 
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FIGURE 1 

TOWN OF ARLINGTON, MASSACHUSETTS 
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